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Message Text 


UNCLASSIFIED 

PAGE 01 HONG K 03984 081057Z 
22 

ACTION EA-09 

INFO OCT-01 ISO-00 EUR-12 NEA-10 SNM-02 TRSE-00 AID-05 

DEAE-00 /039W 

109662 

R080701Z APR76 
FM AMCONSUL HONG KONG 
TO AMEMBASSY THE HAGUE 
INFO AMEMBASSY LONDON 
SECSTATE WASHDC 9875 

UNCLAS HONG KONG 3984 

E.O. 11652: N/A 
TAGS: ETRD 

SUBJECT: HONG KONG CONFERENCE MAY 15-22. 

REE: (A) LONDON 3978, (B) THE HAGUE 1375, (C) STATE 40300. 

1) SUBJECT CONEERENCE IS SEMI-REGIONAL, BUT ATTEMPTS TO REACH 
CROSS SECTION OF CUSTOMS SERVICES HAVING SOME NARCOTICS EXPERIENCE 
AND EXPERTISE. UK AND NETHERLANDS INPUT WOULD BE OF GREAT VALUE 
TO PROGRAM. 

2) HONG KONG PREVENTIVE SERVICE, U.S. CUSTOMS SERVICE, AND 

S/NM (STATE) HOPE UK AND NETHERLANDS CAN BE PERSUADED TO RECONSIDER 
NEGATIVE RESPONSE TO INVITATION. 

3) USG PREPARED TO EINANCE PARTICIPATION OE BOTH WITH ROUND-TRIP 
AIR PARE PLUS USA $400 EXPENSE MONEY, PER REPTEL C. 

4) ACTION REQUESTED: APPROACH RESPECTIVE CUSTOMS SERVICE, 

ASK TO RECONSIDER. 
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UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DRUG CONTROL, MEETINGS, INTERGOVERNMENTAL COOPERATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 APR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976HONGK03984 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 33-0067 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760484/aaaactlw.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 LONDON 3978, 76 THE HAGUE 1375, 76 STATE 40300 

Review Action: RELEASED, APPROVED 

Review Authority: MartinML 

Review Comment: n/a 

Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2004 by SilvaL0>; APPROVED <04 JAN 2005 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HONG KONG CONFERENCE MAY 15-22. 

TAGS: ETRD, SNAR, HK, NL 
To: THE HAGUE 
Type: TE 
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